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3 September 1970 


MEMORANDUM FOR THE RECORD 


SUBJECT : Utilizing the Staffing System as a basis for the 
Emergency Relocation Force Roster 

REFERENCE: Memo dated 8 May 1970, subject: Initial Emergency 
Relocation Force Roster 


SYSTEM : STAFFING 


STATINTL 

indicated on 2 September 70 that a 
memorandum is being forwarded to top management from the 
SIPS task force recommending that the Staffing System not 
be utilized for preparing the Emergency Relocation Force 
Roster. No further action is to be taken on this subject 
by Staffing System personnel. 


Group Leader/HRS 
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